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i January 1970 

FEEEZMS UmiOM II 


A. Whirlpool f^eeeers - 15 « 

B. Prigidaire Geezers - 10 « 

C. United freezer - 2 

D* Philco freezer - 1 

E, O. £, freezer - 3 

F» Mot point freeze - 1 
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